AT-A-GLANCE 
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ICOM IDAS™ Portable Radio Comparison 


FEATURES F1100D F3210D F1100DS F3230D F3400D 
F2100D F4210D F4230D F4400D 
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ICOM DIGITAL ADVANCED SYSTEM 


16 32 or 1024 
5W/4W 5W/4W 5W 


Type-D SS & Type-D SS & 


Type-D SS & MS Type-D SS & MS MS Option MS Option 


C/SV C/SV C/SV C/SV 


6.25/12.5 6.25/12.5 

Full MDC Full MDC 
Yes Yes Yes 
Yes Yes Yes 

External External External External External Internal 
18* 16* 18* 20* 13* 10* 
IP67 IP54 IP67 IP67 IP67 IP68 
4 Key 4 Key 4 Key or Full Key 
2 2 14 
Yes 
Yes 


All 
MOTOROLA® CP200D, XPR™ 3300e, SL300_-—-| CP200D XPR™ 3500e SL7550e, XPR™ 7350e SL7550e, XPR™ 75502 
@ NX-1202AV NX-240/340 NX-1200 NX-3220/3320 NX-5200/5300 NX-5200 


Legend 
Good Better Best No 
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*Typical operation Tx:Rx: Stand-by = 5:5:90, power save ON. 
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